MARKET: Pa ramus 


directions to plaza II 


From George Was>7lnqton Bridge : 

Norma! travel time: 20 minutes 

Get onto Route 4 S^est for aiwut 8 miles. Then exit onto Route 17 North 
(right lane). Continue for about 1/2 mile, then exit off onto the 
River Edge/Century Road exit (this Is the exit before the 1st overpass). 
Plaza II Research ts the 1st building on the right off this exit. 


PLAZA II RESEARCH 
Building #120 (off Route 17 North) 
2nd Floor/Suite 201 
Paramus, NJ 
(201) 265-7500 


Source: https://www.industrydocuments.ucsf.edu/docs/gjlj0004 
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